¢ JUN 1979 


MEMORANDUM FOR: Deputy Director for Administration 


AOI FROM: aaa 
Acting Director of Security 


SUBJECT: Office of Security Significant Activities 


Week of 31 May 1979 (U) 


REFERENCE: DDA Administrative Instruction No. 74-5 


1. This memorandum is for information only. (U) 


2. The activities of the Office of Security during 


the week of 31 May - 6 June 1979 were highlighted by the 
following items: 


25X1A 


a. A Leak Task Force has been formed 
under the auspices of the Security Analysis 
Group to investigate aspects of unauthorized 
disclosures of classified information to the 
news media. A significant reallocation of 
personnel resources was necessary to form 
this Task Force, soon to be staffed by five 
professionals. (C) 


b. On 3 June, a 
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6 June 1979 


Weekly Report 


Security Analysis Group 


For the purposes of investigating matters involving 
the unauthorized disclosure of classified information to 
the press, a reorganization of Office of.Security assets 
directed toward this endeavor took place with a Leak Task 

. Force being assigned to the Security Analysis Group. 

srt Initially, three officers were. assigned to this endeavor 

on a full-time basis and the group will be supplemented 
in the near future by an-additional two employees. (C) 


> The Senate Select Committee on Intelligence (SSCT) 
ro requested and received specific Agency documents concerning 
ww’ a} the case of Wildiam P. Kampiles. The SSCI is reviewing 


this case along with the case of Christopher Boyce for the 
purposes of determining damage to the verification of 
SALT agreements. (C) 
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6. During the reporting’ period, Safety Officers 
conducted comprehensive safety and health inspections of 
the following facilities: Key Building 

25X1A ? 
and Headquarters 
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arage. 
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6 JUN 1979 


MEMORANDUM FOR: Deputy Chief, Security Support Division 


STATINTkEp oy: Se 
oI, Externa ctivities Branch 


SUBJECT: Weekly Report 


y Leonard B. Boudin, the well-known trial lawyer with 
the firm of Rabinowtiz, Boudin, Standard, Krinsky and 


Lieberman wrote a letter to the Agency requesting that 


yk he be advised of the names, addresses and telephone numbers 
wd ae : 

Py of the custodians of our electronic surveillance records 
wae and indices, both in our National Headquarters and field 


offices in the United States and around the world. 


STATINTL 
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